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Norelco offers four unique shaving 
systems that make electric shaving 
even more comfortable: 




Advantage 

SHAVING LOTION DISPENSING 




MOISTURIZING 
SHAVING SYSTEM 



Dispenses shaving 
lotion for a refreshing 
close shave 



Shave In 
Or Out Of 
The Shower! 




Quadra 

SHAVING SYSTEM 



with unique slots and holes 
removes even the 
toughest stubble, 
Ions or short 




PHILIPS 



Advantage 

SHAVING LOTION DISPENSING RAZOR 



Advantage 



SHAVING LOTION DISPENSING RAZOR 



MOISTURIZING 

SHAVING SYSTEM 

Razor dispenses Nivea for Men 
Shaving Lotion or Gel that sets your 
beard up for an unexpectedly close 
and comfortable wet shave, leaving 
your face feeling smooth and 
refreshed 



CONTOUR 
CONTROL 

automatically adjusts to every 
curve on your face for flexible, 
smoother shaving 



WATER-RESISTANT 

for shaving in or out of 
the shower 
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Shave in 
Or Out Of 
The Shower! 





6756X 




Advantage Rechargeable 
Cordless Razor 



Razor dispenses Nivea for Men Shaving Lotion or Gel 

Contour Control automatically adjusts to every curve on your 

face for flexible smoother, shaving 

Individually Floating Heads 

Unique Lift and Cuf Technology Dual Blade System 

Water Resistant for use in shower if desired 

Stainless Steel Razor Heads can be rinsed clean under faucet 

1-Hour Quick Charge for up to 40 minutes of cordless shave time 

Battery Full/Low Indicator 

Charging Indicator Light signals razor is charging 

Full-Width Click-On Trimmer 

Electronic On/Off Button 

Travel Pouch holds razor and 2 additional cartridges 
5 Nivea for Men Shaving Lotion Cartridges Included 
5 Nivea for Men Shaving Gel Cartridges Included 
Premium Lacquer Finish 
Soft Grip 

Hanging Option for convenient use in shower 
Automatic Worldwide Voltage 



B735X 



Advantage Rechargeable 
Cordless Razor 
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Razor dispenses Nivea for Men Shaving Lotion or Gel 

Contour Control automatically adjusts to every curve on your 

face for flexible smoother, shaving 

Individually Floating Heads 

Unique Lift and Cuf Technology Dual Blade System 

Water Resistant for use in shower if desired 

Stainless Steel Razor Heads can be rinsed clean under faucet 

8-Hour Full Charge for up to 40 minutes of cordless shave time 

Battery Low Indicator 

Charging Indicator Light signals razor is charging 
Full-Width Click-On Trimmer 
Electronic On/Off Button 

Travel Pouch holds razor and 2 additional cartridges 
5 Nivea for Men Shaving Lotion Cartridges Included 
1 Nivea for Men Shaving Gel Cartridge Included 
Premium Lacquer Finish 
Hanging Option for convenient use in shower 
Automatic Worldwide Voltage 



Advantage® Razor Accessories 

HQ167 - Advantage" Tripleheader® Replacement Heads 

Replaces HQ156 

3 Cutters and 3 Combs 

• Fits Norelco Advantage Razor models 6756X, 6737X, 6735X, 6709X, 6706X, 6705X, 5655X, 561 6X, 561 5X 
and 561X only 

HQ161 - Nivea for Men Shaving Gel Cartridges 

• 5 Gel Cartridges-. 4 fl.oz./12 ml ea. 

• For use with Norelco Advantage Razor models 6756X, 6737X, 6735X, 6709X, 6706X, 6705X, 5655X, 
5616X,5615X and 561X only 

HQ160 - Nivea for Men Shaving Lotion Cartridges 
Replaces HQ150 

• 5 Lotion Cartridges - .4 fl. oz./l 2 ml ea. 

• For use with Norelco Advantage Razor models 6756X, 6737X, 6735X, 6709X, 6706X, 6705X, 5655X, 
5616X,5615X and 561X only 




6705X 



Advantage Rechargeable 
Cordless Razor 



Razor dispenses Nivea for Men Shaving Lotion or Gel 

Contour Control automatically adjusts to every curve on your 

face for flexible smoother, shaving 

Individually Floating Heads 

Unique Lift and Cuf Technology Dual Blade System 

Water Resistant for use in shower if desired 

Stainless Steel Razor Heads can be rinsed clean under faucet 

8-Hour Full Charge for up to 40 minutes of cordless shave time 

Charging Indicator Light signals razor is charging 

Electronic On/Off Button 

5 Nivea for Men Shaving Lotion Cartridges Included 
1 Nivea for Men Shaving Gel Cartridge Included 
Automatic Worldwide Voltage 
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SHAVING SYSTEM 
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PERSONAL 

COMFORT CONTROL 

9 setting selector dial adjusts 
spring and pressure of the floating 
heads for your specific skin type to 
maximize comfort and provide our 
closest shave ever... 

For Sensitive Skin 
Choose a Comfort Setting between 
Neutral " □ Vand Sensitive"S" to relax 
the spring and pressure of the floating 
heads against your skin for a gentler, 
more comfortable shave 
For Normal Skin 
Choose a Comfort Setting between 
Neutral "OV'cmd Normal "N"to tight- 
en the spring and pressure of the float- 
ing heads against your skin for a 
faster, more com fortable shave 

4-STAGE MULTI-BLADE 
CUTTING SYSTEM: 

with unique slots and holes 
removes even the toughest 
stubble, long or short 



REFLEX 
ACTION 

automatically adjusts to every 
curve on your face for flexible, 
smoother shaving 
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INDIVIDUALLY - 

FLOATING HEADS ^f<r^ 

align the razor sharp blades 
closer to your skin 



UNIQUE LIFT AND CUT 
TECHNOLOGY 

dual blade system gently lifts hair to 
cut com fortably below skin level 



WASHABLE 

simply rinse razor under faucet 
after each use for easy cleaning 






8894XL 

Spectra Rechargeable 
Cordless/Cord Razor 
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Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet after 

each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

Lithium-ion Battery provides 1-Hour Full Charge for up to 1 00 
minutes of cordless shaving. 2-minute Quick Charge gives enough 
power for a 3-minute cordless shave 
Polymer LED Display shows minutes left indication, full and low bat- 
tery level 

Head Replacement Indicator plus audible alarm 
Cleaning Indicator 
Low Battery Indicator 

Recharges from any 12V car or boat battery 
(special adaptor cord not included) 
Worldwide Voltage 

Deluxe Genuine Leather Pouch for Travel/Storage, Storage Stand 
Soft Comfort Grip 
Electronic On/Off Button 



8830XL 

Spectra Rechargeable 
Cordless/Cord Razor 



Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet 

after each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 

Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 70 minutes of cordless shaving. 
6-minute Quick Charge gives enough power for a 3-minute 
cordless shave 

LCD Display shows minutes left indication, full and low battery 
level and audible alarm signals when razor needs recharging 
Cleaning Indicator 
Low Battery Indicator 

Recharges from any 12V car or boat battery 
(special adaptor cord not included) 
Worldwide Voltage 

Deluxe Pouch for Travel/Storage, Storage Stand 
Soft Comfort Grip 
Electronic On/Off Button 
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SHAVING SYSTEM M W 




8880XL 

Spectra Rechargeable 
Cordless/Cord Razor 




Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet after 

each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 70 minutes of cordless shaving. 
6-minute Quick Charge gives enough power for a 3-minute 
cordless shave 

7 LED Charge Meter shows full, low and remaining battery level 
LED Battery Full Indicator 
Low Battery Indicator 

Recharges from any 12V car or boat battery 

(special adaptor cord not included) 

Worldwide Voltage 

Deluxe Pouch for Travel/Storage 

Soft Comfort Grip 

Electronic On/Off Button 




8845XL 

Spectra Rechargeable 
Cordless/Cord Razor 



Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet after 

each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shaving. 
6-minute Quick Charge gives enough power for a 3-minute 
cordless shave 

2 LED Charging, Battery Full and Low Indicators 
Recharges from any 12V car or boat battery 
(special adaptor cord not included) 
Worldwide Voltage 
Pouch for Travel/Storage 
Soft Comfort Grip 
Electronic On/Off Button 



8865XL 

Spectra Rechargeable 
Cordless/Cord Razor 





Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet after 

each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shaving. 
6-minute Quick Charge gives enough power for a 3-minute 
cordless shave 

5 LED Charge Meter shows full, low and remaining battery level 

LED Battery Full Indicator 

LED Low Battery Indicator 

Recharges from any 12V car or boat battery 

(special adaptor cord not included) 

Worldwide Voltage 

Pouch for Travel/Storage 

Soft Comfort Grip 

Electronic On/Off Button 
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8825XL 

Spectra Rechargeable 
Cordless/Cord Razor 
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Personal Comfort Control 9 Setting Selector Dial 

4-Stage Multi-Blade Cutting System 

Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Easy Clean stainless steel razor heads simply rinse under faucet after 

each use for easy cleaning 

Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shaving. 
6-minute Quick Charge gives enough power for a 3-minute 
cordless shave 

LED Battery Charge and Full Indicator 
Recharges from any 12V car or boat battery 
(special adaptor cord not included) 
Worldwide Voltage 
Pouch for Travel/Storage 
Soft Comfort Grip 
Electronic On/Off Button 
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Quadra 

SHAVING SYSTEM 
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4-STAGE MULTI-BLADE 
CUTTING SYSTEM 

with unique slots and holes 
removes even the toughest 
stubble, long or short 



REFLEX ACTION 

automatically adjusts to every 
curve on your face for flexible, 
smoother shaving 



INDIVIDUALLY 
FLOATING HEADS 

align the razor sharp blades 
closer to your skin 



UNIQUE LIFT AND CUT 
TECHNOLOGY 

dual blade system gently lifts 
hair to cut comfortably 
below skin level 



WASHABLE 

simply rinse razor under faucet 
after each use for easy cleaning 



7885XL 

Quadra Rechargeable 
Cordless/Cord Razor 



Quadra Razor Heads feature a 4-Stage Multi-Blade Cutting System with unique 
slots and holes to remove even the toughest stubble, long or short 
Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads align razor sharp blades closer to your skin 
Unique Lift and Cuf Technology Dual Blade System 
Stainless Steel Razor Heads can be rinsed clean under faucet 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shave time. 6-min. Quick 
Charge gives enough power for a 3-min. cordless shave 
LCD Display shows remaining shaving time, battery level and 
signals when razor needs recharging 
Cleaning and Low Battery Indicators 

Recharges from any 12V car or boat battery (special adaptor cord not included) 

Worldwide Voltage 

Soft Comfort Grip 

Deluxe Pouch for Travel/Storage 

Electronic On/Off Button 







7865XL 

Quadra Rechargeable 
Cordless/Cord Razor 




Quadra Razor Heads feature a 4-Stage Multi-Blade Cutting System with unique 
slots and holes to remove even the toughest stubble, long or short 
Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads align razor sharp blades closer to your skin 
Unique Lift and Cuf Technology Dual Blade System 
Stainless Steel Razor Heads can be rinsed clean under faucet 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shave time. 6-min. Quick 
Charge gives enough power for a 3-min. cordless shave 
5 LED Battery Charge Meter shows charge level in batteries 
Battery Full and Low Indicators 

Recharges from any 12V car or boat battery (special adaptor cord not included) 

Worldwide Voltage 

Soft Comfort Grip 

Deluxe Pouch for Travel/Storage 

Electronic On/Off Button 



7845XL 

Quadra Rechargeable 
Cordless/Cord Razor 




Quadra Razor Heads feature a 4-Stage Multi-Blade Cutting System with unique 
slots and holes to remove even the toughest stubble, long or short 
Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads align razor sharp blades closer to your skin 
Unique Lift and Cuf Technology Dual Blade System 
Stainless Steel Razor Heads can be rinsed clean under faucet 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shave time. 6-min. Quick 
Charge gives enough power for a 3-min. cordless shave 
LED Battery Full and Low Indicators 

Recharges from any 12V car or boat battery (special adaptor cord not included) 

Worldwide Voltage 

Soft Comfort Grip 

Deluxe Pouch for Travel/Storage 

Electronic On/Off Button 




7825XL 

Quadra Rechargeable 
Cordless/Cord Razor 




Quadra Razor Heads feature a 4-Stage Multi-Blade Cutting System with unique 
slots and holes to remove even the toughest stubble, long or short 
Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads align razor sharp blades closer to your skin 
Unique Lift and Cuf Technology Dual Blade System 
Stainless Steel Razor Heads can be rinsed clean under faucet 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shave time. 6-min. Quick 
Charge gives enough power for a 3-min. cordless shave 
LED Battery Full Indicator 

Recharges from any 12V car or boat battery (special adaptor cord not includ- 
ed) 

Worldwide Voltage 
Soft Comfort Grip 
Travel/Storage Pouch 
Electronic On/Off Button 



Re flex Plus A 

SHAVING SYSTEM 



REFLEX PLUS 



SHAVING SYSTEM 



automatically adjusts to every 
curve on your face for flexible, 
smoother shaving 




REFLEX 
ACTION 



INDIVIDUALLY ^ 
FLOATING HEADS 



align the razor sharp blades 
closer to your skin 





6843XL 

Reflex Plus 
Rechargeable 
Cordless/Cord Razor 



Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads 
Unique Lift and Cut® Technology Dual Blade System 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

8-Hour Full Charge for up to 30 minutes of cordless shave time 
LED Charge Indicator Light signals razor is charging 
Worldwide Voltage 
Hair Chamber 
Locking On/Off Switch 
Travel/Storage Pouch 







UNIQUE LIFT AND CUT 
TECHNOLOGY 

dual blade system gently lifts 
hair to cut comfortably 
below skin level 



6863XL 

Reflex Plus 
Rechargeable 
Cordless/Cord Razor 



Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads 
Unique Lift and Cut® Technology Dual Blade System 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 45 minutes of cordless shave time. 
6-Minute Quick Charge gives enough power for a 3-minute 
cordless shave 

5 LED Battery Charge Meter displays charge level in batteries 
Battery Full and Low Indicators 
Worldwide Voltage 
Hair Chamber 
Electronic On/Off Switch 




Travel/Storage Pouch 



6853XL 

Reflex Plus 
Rechargeable 
Cordless/Cord Razor 



Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads 
Unique Lift and Cut® Technology Dual Blade System 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

1-Hour Full Charge for up to 30 minutes of cordless shave time. 
6-Minute Quick Charge gives enough power for a 3-minute 
cordless shave 

2 LED Battery Charge, Full and Low Indicators 
Worldwide Voltage 
Hair Chamber 
Locking On/Off Switch 
Travel/Storage Pouch 



6613X 

Reflex Plus 
Rechargeable 
Cordless Razor 




Reflex Action automatically adjusts to every curve on your face 
Individually Floating Heads 
Unique Lift and Cut® Technology Dual Blade System 
Self-Sharpening Blades extend the life of razor heads 
Full-Width Pop-Up Trimmer 

16-Hour Full Charge for up to 30 minutes of cordless shave time 
Red LED Charge Indicator Light signals razor is charging 
Worldwide Voltage 
Hair Chamber 
Locking On/Off Switch 
Travel/Storage Pouch 




6423LC 

Reflex Plus 
Corded Razor 
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Reflex Action automatically adjusts to every curve on your face 

Individually Floating Heads 

Unique Lift and Cut® Technology Dual Blade System 

Self-Sharpening Blades extend the life of razor heads 

Full-Width Pop-Up Trimmer 

Corded Operation 

Worldwide Voltage 

Hair Chamber 

On/Off Switch 
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HQ8 






Spectra Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Spectra Razor models only: 8895XL, 8894XL, 
8892XL, 8890XL, 8881XL, 8880XL, 8867XL, 8865XL, 8845XL, 
8831XU 8825XL 

Not all Spectra model numbers may be listed. 




HQ6 



Quadra Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Quadra Razor models only: 7885XL, 7867XL, 
7866XL, 7865XL, 7864XL,7845XL, 7825XL, 761 7X, 761 6X, 
6891 XL, 6887XL, 6886XL, 6885XL, 6867XL, 6866XL, 6865XL, 
6848XL, 6846XL, 6829XL, 6828XL, 6826XL. 
Not all Quadra Razor model numbers may be listed. 



HQ55 PLUS 

Reflex Plus Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Reflex Plus Razor models only: 6863XL, 6854XL, 
6853XL, 6844XL, 6843XL, 661 8X, 661 7X 661 6X, 661 5X, 661 4X, 
6613X / 6424LC / 6423LC. 

Not all Reflex Plus model numbers may be listed. 
Does not fit Reflex Action or any other Norelco models. 




HQ4 PLUS Swiff 4 

Micro Action Plus Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Micro Action Plus, Micro Action®, Double Action, 
Lift and Cut®, and Rotatract® Razor Models only. 

• Micro Action Plus Models 5812XL,5625X,5426LC, 

• Micro Action® Models 4885XL,4865XL,4861XL,4853XL, 
4852XL, 4845XL, 4825XL, 4821 XL, 481 7XL, 481 6XL, 4807XL, 
4805XL, 4625X, 4608X, 4607X, 4606X, 4605X, 4604X, 4603X, 
4602X, 4601 X, 441 7 LC, 441 4LC, 441 3 LC, 4406LC, 4404LC, 
4403LC,4402LC,4401LC, 

• Double Action Models 3865XL,3805XL,3801XL,3605X, 
3604X,3601X,3405LC 

• Lift and Cut* Models 985RX,968RX,965RX,955RX,950RX, 
945RX, 935RX, 91 5RX, 905RX, 900RX, 895RX, 885RX, 875RX, 
850RX, 835RX, 825RX, 81 5RX, 805RX, 800RX, 750RL, 725RL, 
720RL,715RL,710RL,705RL,700RL. 

• Rotatract 8 Models HP1608, HP1606, HP1605, HP1604, 
HP1602, HP1601, HP1337C, HP1328E, HP1328S, HP1328, 
HP1327D, HP1327, HP1323, HP1319, HP1318. 

• Also fits same models as HQ4/2 Replacement Heads 
(no longer available) 

665RX, 605RX, 600RX, 505RL, 501 RL, 500RL, 486XL, 
484XL,482XL, 41 ODB, 400DX, 300SX, 200SC 
Not all razor model numbers may be listed. 



if A yf Replaces HQ156 

MUl I O / and HQ156/2 

Advantage® Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Advantage Razor models only: 6756X, 6737X, 
6735X, 6709X, 6706X, 6705X, 5655X, 561 6X, 561 5X and 
561Xonly. 

Not all Advantage model numbers may be listed. 




HQS 



Reflex Action® Razor 
Replacement Heads 

3 Cutters and 3 Combs 

• Fits Norelco Reflex Action Razor models only: 5887XL, 
5886XL, 5885XL, 5867XL, 5865XL, 5864XL, 5863XL, 5862XL, 
5861XL, 5855XL, 5849XL, 5848XL, 5845XL, 5842XL, 5841XL, 
5825XL, 5822XL, 5821XL, 581 8XL, 5817XL, 5814XL, 581 1XL, 
581 OXL, 5803XL, 5802XL, 5801 XL, 5605X, 5604X,5603X, 5602X, 
5601X,5699X,Q-One. 

Not all Reflex Action model numbers may be listed. 





UPC CODE 


MSTR. 


DRESS CTN. 






MODEL# 


0 75020 


CTN. 


DIMENSIONS 


CUBE 


WEIGHT 


HQ167 


20167 6 


6 


4.34x.38x5.14 


.005 


1.6 oz. 


HQ8 


20213 0 


6 


4.34 x. 38x5.14 


.005 


1.6 oz. 


HQ6 


20627 5 


6 


4.34x38x5.14 


.005 


1.6 oz. 


HQ55 PLUS 


20255 0 


6 


434x.38x5.14 


.005 


1.6 oz. 


HQ5 


20205 5 


6 


434x.38x5.14 


.005 


1.6 oz. 


HQ4PLUS 


202147 


6 


434x38x5.14 


.005 


1.6 oz. 
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Razor Accessories 




HQ1B1 



Nivea for Men 
Shaving Gel Cartridges 

• 5 Gel Cartridges - .4 fl. oz./12 ml ea. 

• For use with Norelco Advantage Razor models 6756X, 
6737X, 6735X, 6709X, 6706X, 6705X, 5655X, 561 6X, 
5615X and 561X only 




RC1776 



Razor Cleaner 

• Removes accumulation of dirt and skin oils from razor 
heads 

• Comes with plastic dip cup, 6 fl. oz. (177.4 ml.) 




HQ1 60 



HQ150 



Nivea for Men 

Shaving Lotion Cartridges 

• 5 Lotion Cartridges - .4 fl. oz./l 2 ml ea. 

• For use with Norelco Advantage Razor models 6756X, 
6737X, 6735X, 6709X, 6706X, 6705X, 5655X, 561 6X, 
5615X and 561X only 




AL80 



Razor Lubricant 

• A quick spray of aerosol lubricant after each cleaning keeps 
heads properly lubricated for optimum performance, 4 fl. oz. 
(113.4 ml.) 




HQ8010 



Car Cord Adaptor 

• Allows razor to recharge in 1 hour from any 1 2V car 
or boat battery 

• For use with Norelco Spectra and Quadra Razor 
Models only 





UPC CODE 


MSTR. 


DRESS CTN. 






MODEL# 


0 75020 


CTN. 


DIMENSIONS 


CUBE 


WEIGHT 


HQ161 


191618 


12 


3.75 x. 63x6.35 


.01 


3.2 oz. 


HQ160 


191601 


12 


3.75 x. 63x6.35 


.01 


3.2 oz. 


HQ8010 


200181 


6 


3.38x 1.00x7.00 


.01 


7oz. 


RC1776 


017765 


6 


2.63x2.63x4.50 


.02 


6.9 oz. 


AL80 


208002 


6 


2.13x2.13x5.50 


.01 


6.6 oz. 
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Acu # Contror 

BEARD AND MOUSTACHE TRIMMERS 

Patented Acu* Control 
System with Patented 
Zoom Ring 

Lifetime Self-Sharpening 

Blades 

No Experience Needed - 
Guaranteed 
Professional Results 
Every Time! 

GUIDE COMB 

flexes and adjusts automatically 
to facial contours for consistent, 
precise trimming every time! 



FLEXIBLE COMB 

is simple to maneuver and easily 
trims difficult to reach areas such as 
throat and chin 



PATENTED 
ZOOM RING 

adjusts among 9 different settings 
to trim hairs precisely and evenly 
for the look you desire . . . full stub- 
ble, goatee, or medium to full beard 



ERGONOMIC DESIGN 

is comfortable to hold and easy to 
maneuver to reach difficult areas 



NO LUBRICATION 
[OIL J NEEDED 

for maximum convenience 






f»iirflimii^JL 

9 




T990 






Acu*Control® 

Rechargeable Cord/Cordless 
Beard & Moustache Trimmer 



Patented AciKontrol System - guide comb flexes and adjusts automatically 
to facial contours 

Flexible Comb is simple to maneuver and easily trims difficult to reach areas 

Patented Zoom Ring adjusts among 9 different settings 

Chromium Steel Cutter Blades 

Lifetime Self-Sharpening Blades 

LCD Battery Charge Meter, Full & Low Battery Indicators 

1-Hour Quick Charge, Built-in Charger for 40 minutes of run-time 

Pop-Up Trimmer 

Ergonomic Design 

Soft Grip Panels for comfortable handling 

Removable Trimmer Guard Attachment 

Hinged Cutting Unit for easy cleaning, no lubrication needed 

High Gloss Finish 

Automatic Worldwide Voltage 

Travel Storage Pouch 

On/Off Switch 



T3B0 




Acu*Control® 

Rechargeable Cord/Cordless 
Beard & Moustache Trimmer 



Patented Acu*Control System - guide comb flexes and adjusts automatically 
to facial contours 

Flexible Comb is simple to maneuver and easily trims difficult to reach areas 
Patented Zoom Ring adjusts among 9 different settings 
Chromium Steel Cutter Blades 
Lifetime Self-Sharpening Blades 

1 -Hour Quick Charge, Built-in Charger for 40 minutes of run-time 
LED Charging and Battery Full Indicator Light 
Pop-Up Trimmer 
Ergonomic Design 

Soft Grip Panels for comfortable handling 

Removable Trimmer Guard Attachment 

Hinged Cutting Unit for easy cleaning, no lubrication needed 

High Gloss Finish 

Automatic Worldwide Voltage 

Travel Storage Pouch 

On/Off Switch 



T860 




Acu*Control® 

Rechargeable Cord/Cordless 
Beard & Moustache Trimmer 



Patented Acu-Control System - guide comb flexes and adjusts automatically 
to facial contours 

Flexible Comb is simple to maneuver and easily trims difficult to reach areas 
Patented Zoom Ring adjusts among 9 different settings 
Chromium Steel Cutter Blades 
Lifetime Self-Sharpening Blades 
Ergonomic Design 

Removable Trimmer Guard Attachment 

10-Hour Charge with Charging Indicator, Built-in Charger for 40 minutes of 
run time 

Hinged Cutting Unit for easy cleaning, no lubrication needed 
Lacquered Metallic Finish 
Automatic Worldwide Voltage 
Travel Storage Pouch 
On/Off Switch 



IO 



Acu«Control 

BEARD AND MOUSTACHE TRIMMERS 




T760 



AcirControl® 
Rechargeable Cordless 
Beard & Moustache Trimmer 



f 



Patented Acu<ontrol System - guide comb flexes and adjusts automatically 
to facial contours 

Flexible Comb is simple to maneuver and easily trims difficult to reach areas 
Patented Zoom Ring adjusts among 9 different settings 
Chromium Steel Cutter Blades 
Lifetime Self-Sharpening Blades 
Ergonomic Design 

Removable Trimmer Guard Attachment 
10-Hour Charge with Charging Indicator on Adaptor 
Rechargeable Cordless for trimming without a cord 
Hinged Cutting Unit for easy cleaning, no lubrication needed 
On/Off Switch 




TGGO 



Acu*Control® 
Rechargeable Cordless 
Beard & Moustache Trimmer 



Patented Acu-Control System - guide comb flexes and adjusts 
automatically to facial contours 

Flexible Comb is simple to maneuver and easily trims difficult to reach areas 
Adjustable Length Settings adjust among 4 different settings 
Chromium Steel Cutter Blades 
Lifetime Self-Sharpening Blades 
Ergonomic Design 

Removable Trimmer Guard Attachment 
10-Hour Charge with Charging Indicator on Adaptor 
Rechargeable Cordless for trimming without a cord 
Hinged Cutting Unit for easy cleaning, no lubrication needed 
On/Off Switch 



D-FINER 

PRECISE SHAPER 
DEFINE 

YOURSELF 

The precise way to define facial 
hair and design your own style 




with DUAL DEFINING TECHNOLOGY 



7. SHAPING 

Specialized hi-defmition trimmer 
allows you to shape both straight 
M or curved lines and edges. 




2. FINISHING 

Mini-foil ensures 
complete smoothness 
around your lines and edges. 



D350 



D-FINER Precise Shaper 



Dual Defining Technology 

- Shaping - Specialized 15 mm: 9/16 in. hi-definition 

trimmer allows you to shape both straight or curved lines and edges 

- Finishing - 17mm: 11/16 in. Mini-foil ensures complete smoothness 
around your lines and edges 

Rechargeable Cordless 
Define your look and style 

Create distinctive facial hair designs with precision and definition 
Ultimate control and unlimited styling possibilities. Now you can 
create and easily maintain any shape and any line with the D-Finer 
Precise Shaper. Shaped Goatee, Defined Jawline, Single-Line Hair 
Sculpting, Sharp Sideburns and more...the only limit is your 
imagination 

Easy to use, comfortable to hold, simple to maneuver 



Personal 
Groomer 

THE ONLY 
ALL-IN-ONE SYSTEM 
FEATURING: 

ACU' CONTROL BEARD S 
MOUSTACHE FLEXING 
GUIDE COMBS 

with 10 Length Settings that adjust 
for a precise trim 





Acu*Control® 
Personal Groomer 



Patented Acu-Control System - guide combs flex and adjust 

automatically to facial contours 

2 Flexible Combs are simple to maneuver 

10 Adjustable Beard & Moustache Length Settings 

Chromium Steel Cutter Blades 

Lifetime Self-Sharpening Blades 

Nose, Ear and Eyebrow Trimmer 

Neckline and Sideburn Trimmer 

Ergonomic Design 

Cordless for trimming without a cord 

On/Off Switch 

Lacquered Finish 

Stand stores all attachments 

Cleaning Brush, Styling Comb 



NORELCO Feature Matrices 







k 




SPECTRA SHAVING SYSTEM 
8894XL 1 8890XL 1 8880XL 1 88G5XL 1 J 


3845XL 1 8825XL 


7885XL 1 78G5XL 1 7845XL 1 7825XL 



Men's Dry Electric 
Tripleheader® Razors 



0 75020- 


20894 1 


20893 4 


20892 7 


20897 2 


20898 9 


20899 6 


20788 3 


20786 9 


20784 5 


20780 7 


MASTER CARTON 






2 


3 


3 


3 


3 


3 


3 


3 


3 


3 


DRESS CTN. DMNS. 




Length (in.) 


6.69 


6.69 


6.69 


6.69 


6.69 


6.69 


6.30 


6.30 


6.30 


6.30 


Width (in.) 


4.02 


4.02 


4.02 


4.02 


4.02 


4.02 


3.94 


3.94 


3.94 


3.94 


Height (in.) 


10.53 


10.53 


10.53 


10.53 


10.53 


10.53 


9.45 


9.45 


9.45 


9.45 


Cube (ft.) 


.17 


.17 


.17 


.17 


.17 


.17 


.14 


.14 


J4 


J4 


Weight (lb.) 


1.25 1b. 


1.25 1b. 


1.20 1b. 


1.19 1b. 


1.17 1b. 


1.17 1b. 


17.3oz. 


17.1 2 oz. 


17.1 2 oz. 


17.1 2 oz. 


SHAVER DESIGN 


I 


Hi-Gloss Lacquered Finish 












■ 


■ 


■ 




Special Effects 


Stainless Steel 
Housing 












1 SHAVING SYSTEM 




Spectra Shaving System 
















9 Personal Comfort Control Settings 
















Quadra Shaving System 












■ 


■ 


■ 


■ 


Reflex Plus Shaving System 














Unique Lift & Cut® Technology 


Improved 


Improved 


Improved 


Improved 


Improved 


Improved 


■ 


■ 


■ 


■ 


Individually Floating Heads 












■ 


■ 


■ 


■ 


Pop-Up Trimmer 


■ 












■ 


■ 


■ 


■ 


Hair Chamber 


■ 












■ 


■ 


■ 


■ 
























Polymer LED Display, 
Head Replacement Indicator 














LCD Display 












■ 


LED Battery Capacity Display 












■ 


#ofLED's 




7 


5 


2 


1 




5 


2 


1 


Simply Rinses Clean (Washable) 


■ 












■ 


■ 


■ 


■ 


Cleaning Indicator 


■ 










■ 


Shaving Minutes Remaining Indicator 


■ 










■ 


Charging Indicator (LED) 


■ 












■ 


■ 


■ 


■ 


Battery Full Indicator (LED) 


■ 












■ 


■ 


■ 


■ 


Battery Low Indicator (LED) 


■ 












■ 


■ 


■ 




Audible Charge Alarm 


■ 












Soft Comfort Grip 














On/Off Button/Switch 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


Electronic 


POWER SYSTEM 




Rechargeable Cordless/Cord 














■ 


■ 


■ 


■ 


Rechargeable Cordless 














Corded 














Charge Time 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


1 Hr. 


Shaving Time 


100 


70 


70 


45 


45 


45 


45 


45 


45 


45 


Quick Charge Time 


2min. 


6min. 


6min. 


6min. 


6min. 


6min. 


6min. 


6min. 


6min. 


6min. 


1 2V Recharge Capability 


■ 












■ 


■ 


■ 


■ 


Automatic Worldwide Voltage 














■ 


■ 


■ 


■ 


ACCESSORIES 




Deluxe Pouch 


Leather 












■ 


■ 






Soft Travel/Storage Pouch 
















■ 


■ 


Counter Top Razor Stand 














ACCESSORIES (Sold Separately! 




Replacement Heads Model # 


HQ8 


HQ8 


HQ8 


HQ8 


HQ8 


HQ8 


HQ6 


HQ6 


HQ6 


HQ6 


Car Cord Adaptor Model # 


HQ8010 


HQ8010 


HQ8010 


HQ8010 


HQ8010 


HQ8010 


~~ HQ8010 


HQ8010 


HQ8010 


HQ8010 
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Feature Matrices 







LOTION DISPENSING SYSTEM 


6756X 6735X 


| 6705X 



Men's Dry Electric 
Tripleheader® Razors 










a£F7 


REFLEX PLUS SHAVING SYSTEM 
6863XL \6853XL\ G843XL 661 3X 6423LC 






0 75020- 


21686 1 


21685 4 


21684 7 


21661 8 


21642 7 


MASTER CARTON 






6 


6 


6 


6 




6 


DRESS CTN. DMNS. 










Length (in.) 


6.30 


6.30 


6.30 


6.30 


6.30 


Width (in.) 


3.94 


3.94 


3.94 


3.94 


3.94 


Height (in.) 


9.45 


9.45 


9.45 


9.45 


9.45 


Cube (ft.) 


.14 


.14 


.14 


.14 




.14 


Weight (lb.) 


13.94oz. 


13.05oz. 


12.80oz. 


12.88 oz. 


7.06 oz. 


SHAVER DESIGN 




Hi-Gloss Lacquered Finish 














Special Effects 








SHAVING SYSTEM 




Spectra Shaving System 








9 Personal Comfort Control Settings 








Quadra Shaving System 








Reflex Plus Shaving System 














Unique Lift & Cut® Technology 


Improved 


Improved 


Improved 


Improved 


Improved 


Individually Floating Heads 








Pop-Up Trimmer 














Hair Chamber 
















Polymer LED Display, 
Head Replacement Indicator 








LCD Display 








LED Battery Capacity Display 








#ofLED's 


5 


2 


1 


1 


Simply Rinses Clean (Washable) 








Cleaning Indicator 








Shaving Minutes Remaining Indicator 








Charging Indicator (LED) 










Battery Full Indicator (LED) 








Battery Low Indicator (LED) 










Audible Charge Alarm 








Soft Comfort Grip 








On/Off Button/Switch 


Electronic 


Locking 


Locking 


Locking 




POWER SYSTEM 




Rechargeable Cordless/Cord 










Rechargeable Cordless 




Corded 






Charge Time 


1 Hr. 


1 Hr. 


8Hr. 


16 Hr. 


Shaving Time 


45 


30 


30 


30 


Quick Charge Time 


6min. 


6min. 






1 2V Recharge Capability 




Automatic Worldwide Voltage 














ACCESSORIES 




Deluxe Pouch 








Soft Travel/Storage Pouch 










Counter Top Razor Stand 












Replacement Heads Model # 


HQ55 PLUS 


HQ55 PLUS 


HQ55 PLUS 


HQ55 PLUS 


HQ55 PLUS 


Car Cord Adaptor Model # 









Advantage Razors 

0 75020- 



MASTER CARTON 



19675 0 19735 1 19670 5 





3 


3 


3 


DRESS CTN. DMNS. 


Length (in.) 


6.69 


6.69 


6.69 


Width (in.) 


4.02 


4.02 


4.02 


Height (in.) 


10.63 


10.63 


10.63 


Cube (ft.) 


.17 


.17 


.17 


Weight (lb.) 


1 lb.12oz. 


1 lb.13oz. 


1 lb. 1 2 oz. 


SHAVING LOTION DISPENSING SYSTEM 




Contour Control 


Unique Lift & CufTechnology 


Improved 


Improved 


Improved 


Individually Floating Heads 


Stainless Steel Non-Corrosive Heads 




■ 


■ 


Shaving Lotion Applicator 




■ 


■ 


Contemporary Styling 




■ 


■ 


One-Touch Lotion Button 




■ 


■ 


Flip-Open Cartridge Cover 




■ 


■ 


Lacquered Finish 




■ 






Rechargeable Cordless 




■ 


■ 


Charge Time 


1 hr. 


8hr. 


8hr. 


Shaving Time 


40 min. 


40 min. 


40 min. 


Worldwide Voltage 


Auto 


Auto 


Auto 


Electronic On/Off Button 




■ 


■ 




Click-on Trimmer Attachment 




■ 




Hanging Feature with Cord 




■ 




Quick Charge 


LED Charging Indicator 




■ 


■ 


LED Battery Full 


LED Battery Low 




■ 




Wet or Dry Use 




■ 


■ 


Easy-toClean Razor Head Assembly 




■ 


■ 


ACCESSORIES 


Nivea for Men Lotion Cartridges 


5 


5 


5 


Nivea for Men Gel Cartridges 


5 


1 


1 


Protective Razor Head Cap 


■ 


■ 


■ 


Travel Pouch 


■ 


■ 




Full 2-Year Warranty 


■ 


■ 


■ 


60-Day Norelco 
Money-Back Guarantee 


■ 


■ 


■ 


REPLACEMENT ACCESSORIES 






Nivea for Men Lotion Cartridges 


HQ160 


HQ160 


HQ 160 


Nivea for Men Gel Cartridges 


HQ161 


HQ161 


HQ161 


Replacement Head Model # 


HQ167 


HQ167 


HQ167 



^ NORELCO Feature Matrices 



Beard £ Moustache 
Trimmers 










gg 








1 UPC CODE 










0 75020- 


18990 5 18960 8 


18860 1 


18760 4 18660 7 


MASTER CARTON 




6 6 


6 


6 


6 


DRESS CTN. DMNS. 


Length (in.) 


4.13 4.13 


4.13 


4.13 


4.13 


Width (in.) 


4.13 4.13 


4.13 


4.13 


4.13 


Height (in.) 


8.82 8.82 


8.82 


8.82 


8.82 


Cube (ft.) 


.09 .09 


.09 


.09 


.09 


Weight (lb.) 


15.77QZ. 15oz. 


13oz. 


15 oz. 15 oz. 


POWER SYSTEM 


Rechargeable Cord/Cordless 


■ ■ 


■ 






Rechargeable Cordless 






■ 


■ 


Charging Time 


1-Hr. 1-Hr. 


10-Hrs. 


10-Hrs. 10-Hrs. 


Charging Light 




■ 


On Adaptor On Adaptor 


LCD Charge Meter 




Worldwide Voltage 




Battery Full Indicator 




Battery Low Indicator 




TRIMMING SYSTEM 


Patented Acu-Control® System 




■ 


■ 


■ 


Patented Zoom Ring 




■ 


■ 




# Position Settings 


9(1.5-1 8mm) 9(1.5 -18mm) 
(.06" - .72") (.06" - .72") 


9(1.5 - I8mm) 
(.06" - .72") 


9(1.5 - 18mm) 4 (1.5 - 7mm) 
(.06" - .72") (.06" - .28") 


Pop-Up Trimmer 




CUTTING ELEMENT 


Chromium Steel Cutter Blades 




■ 


■ 


■ 


Lifetime Self-Sharpening Blades 




■ 


■ 


■ 


Cutter Blade Width 


32 mm 32 mm 


32 mm 


32 mm 32 mm 


Swing-Away Cutter Blades 




■ 


■ 


■ 


FEATURES 


Soft Grip Panel 




Soft Touch Zoom Ring 




■ 


■ 




Lacquer Finish 




Ergonomic Design 




■ 


■ 




Full 2-Year Warranty 




■ 


■ 


■ 


60-Day Norelco Money-Back 
Guarantee 




■ 


■ 


■ 


ACCESSORIES 


Travel Pouch 




Cleaning Brush 




■ 


■ 


■ 


Charging Adaptor 






■ 


■ 


No Lubrication (oil) Needed 


■ ■ 


■ 


■ 


■ 



Personal 
Groomer 






075020- 181503 


MASTER CARTON 




4 


DRESS CTN DMNS. 


Length (in.) 6.7 


Width (in.) 


3.5 


Height (in.) 


10.5 


Cube (ft.) 


.14 


Weight (lb.) 


14.18 oz. 


POWER SYSTEM 


Rechargeable Cordless 


■ 


LED Charging Light 


On Adaptor 


FEATURES 


Patented Acu-Control® 
System 




Beard & 
MoustacheTrimmer 




Two Guide Combs 
1-10 Settings 




Nose, Ear, Eyebrow 
Trimmer 




Neckline and 
Sideburn Trimmer 




Storage Stand 




Styling Comb 




Cleaning Brush 




Adaptor 




Lacquered Finish 




Chromium Steel 
Cutter Blades 




Lifetime Self- 
Sharpening Blades 




Full Two Year Warranty 




60-Day Money-Back 
Guarantee 





D-Finer Precise 
Shaper 




D350 




075020- 213501 


MASTER CARTON 


4 


DRESS CTN. DMNS. 


Length (in.) 6.32 


Width (in.) 


3.61 


Height (in.) 


9.64 


Cube (ft.) 


.13 


Weight (lb.) 


13.40oz. 


POWER SYSTEM 


Rechargeable Cordless 


■ 


Charging Time 10 Hours 


FEATURES 


Dual Defining 
Technology 




Mini Foil 




Hi-Definition Pop-Up 
Trimmer 




Ergonomic 
Design 




Matte lacquer 
Finish 




Full Two Year Warranty 




60-Day Money-Back 
Guarantee 
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Clean Air Filters 



Clean Air Replacement Filters 

CAF2 - Citrus Scented Filter 

■ Fits models: Norelco CAI 10, SA36, HBI905A, Pollenex 199, 
Rush Hampton 3305, Sunbeam 571 6, Shetland 8001, 
Remington AP 1 00, Presto 09 1 00 1 

CAF3 - Unscented Filter 

■ Fits same Models as CAF2 

CAF 1 0 1 0 - Citrus Scented Double Pack 

■ Fits Models: CAM440/660, CA220, HBI920, Conair E-3/E-3A 

CAF2020 - Unscented Double Pack 

■ Fits same Models as CAFI0I0 

CAF50 - Odor Trapper Filter - Reduces Odors Only 

■ Fits Norelco Models: CAM665/770/880, CA5500/9500, HB5000/9000 

CAF 1 90- Replacement Filter, Single Pack 

■ Fits Norelco Models: CAS900/A/B/C and CAS950/A/C 

CAF 1 00 - HERA Replacement Filter 

■ Fits Norelco Allergen Reducer Models: CAS I 100/1000 

CAF 1 50 - Activated Carbon Filter Replacement Kit 

■ Fits Norelco Smoke and Odor Reducer Models: CAS 1 050/ 1 05 1/205 1 

CAFI5I - Pleated HERA Replacement Filter 

■ Fits Norelco Smoke and Odor Reducer Models: CAS 1 050/ 1 05 1/205 1 

Philips Clean Air Filters (not shown) 

HR4977 - Unscented Single Pack 

Replaces Norelco Model # CAF5 

m Fits Norelco Models: CAM665/770/880, CA5500/9500, HB5000/9000 
HR4978 - Unscented Double Pack 

Replaces Norelco Model #CAF9 

m Fits Norelco Models: CAM880/770/665, CA9500/5500, HB9000/5000 




MODEL # 



UPC NUMBER MSTR. 
0 75020 CTN. 



DRESS CTN. 
DMNS. 



4.69 x .75 x 5.88 



4.69 x .75 x 5.88 



5.88 x 1.63 x 7.50 



5.88 x 1.63 x 7.50 



6.25 x 1.88x8.00 



9.75 x 2.88 x 5.00 



6.85 x 3.54 x 5.59 



CUBE 



WEIGHT 



7.28 x 2.36 x 9.45 



I lb. 5. 1 2 oz. 



CAF 1 5 1 



30151 2 



1 0.24 x 1.26 x 10.04 



10.56 oz. 



PHILIPS CLEAN AIR REPLACEMENT FILTERS 

EANIUPC MSTR. DRESS CTN. 



MODEL # 


NUMBER 


CTN. 




DMNS. 


CUBE 


WEIGHT 


HR4977 


8 71010 3 01722 6 


12 


6.25 


x 1 .88 x 8.00 


.05 


4oz. 




HR4978 


8 71010 3 01723 3 


12 


6.25 


x 3.75 x 8.00 


.1 1 


8 oz. 
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@ NORELCO 



Norelco Consumer Products Company 

A Division of Philips Electronics North America Corporation 

1010 Washington Blvd., P.O. Box 1 200 1 5, Stamford, CT 069 1 2-00 1 5 

Norelco: I -800-243-3050 or visit our website: www.norelco.com 

Philips: I -800-243-7884 or visit our website: www.philips.com 

Norelco, Advantage, Quadra Action, Reflex Action, Micro Action, Tripleheader, Rotatract, SpeedRazor, 

Lift and Cut and Acu # Control are Registered Trademarks of Philips Electronics North America Corporation. 

' ■ I m \. "^\" " ' ■ 

Spectra, Personal Comfort Control, Aquagenic, Quadra, Reflex Plus, Micro Action Plus, Double Action, 
Dual Defining Technology, Define Yourself, D-Finer, Zoom Ring, Odor Trapper are Trademarks of Philips 
Electronics North America Corporation. 

Nivea for Men is a Registered Trademark of Beiersdorf AG. 

PHILIPS and Philips Shield are Registered Trademarks of Koninklijke Philips Electronics N.V. 
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